Sir George Williams University 1435 Drummond St. Montreal 107 879-2867 or 879-2863 


June 2, 1970. 
(VIA TELBE@) 
The Division of Environmental Engineering of Sir George Williams University, with 
co-sponsorship of the Montreal Branch of The Engineering Institute of Canada, is 
holding a two day Symposium on Panelized Building Systems. It is being held in 


the Henry F. Hall Building of Sir George Williams University, June 2 and 3. 


The Symposium will deal with Research, Application and Design aspects of panel- 
ization in building systems. A turn out of 250 engineers, administrators and 
professional men is expected. About 10 Companies, well-known on the construction 


market, will displey their material pertinent to the subject. 


For further information, please call Mr. Kirk Odabashian et 879-4079 or Mr. 
Cedric Marsh at 879-4555. 


Malcoim Stone 

Information Officer 

Sir George Williams University 
(879 -2867) 


ISWHY SMIN AMIS 


Université Sir George Williams 1435 rue Drummond Montréal 107 879-2867 ou 879-2863 


A TELBEC) Le 2 juin 1970. 


La Faculté de Génie de l'Université Sir George Williams, en collaboration avee 
la Seetion de Montréal de l'Institut Canadien des Ingénieurs, ouvre aujourd ‘hui 
un symposium de deux jours sur les méthodes de construction par pannegux. Ce 
symposium a lieu dans 1'édifice Hall de l'Université Sir George Williams, les 


2 et 3 juin. 


Pour tous renseignements s‘adresser & M. Kirk Odabashian (879-4079) ou § M. Cedric 


Marsh (879-4555). 


Malcolm Stone 

Directeur de L'Information 
Univessité Sir George Williams 
(879-2867) 
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